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MEMORANDUM FOR: Deputy Director of Central Intelligence 


FROM: Max Hugel 
Deputy Director for Administration 


SUBJECT: Recommendations 3, 7, and 10 of the Inspector 
General's Report of Office of Technical Service 
Inspection 


REFERENCE: Memo to DDA from DDCI, dtd 22 Dec 80, re Action 
to be taken on IG's Inspection Report of OTS 
(ER 80- 8288/2) 


In reference to the Inspector General's report on the 
inspection of the Office of Technical Service, comments on 


Recommendations 35, 7, and 10 are attached. 


STAT 


Attachments 
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